To:  Ostrander,  David[Ostrander.David@epa.gov] 

From:  EnergyGuardian 

Sent:  Thur  1 0/22/201 5 6:32:34  PM 

Subject:  BREAKING  NEWS:  EPA  mine  spill  could  have  been  prevented,  Interior  concludes 
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To  ensure  you  receive  uninterrupted  delivery,  please  add  the  address 

enerqv(a>email.enerqvquardian.net  to  your  email  address  book. 

This  email  was  sent  to  ostrander.davidtajepa.qov  by  enerqv@washinqtonaijardian.net 
To  unsubscribe  from  this  newsletter  please  Click  Here 
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